Negligence

All of the citations were  the result of respondent's failure  to
exercise reasonable care,  and  they all  constitute ordinary negligence.

Good, faith compliance

Respondent  corrected all of the  cited conditions within the time
fixed  for abatement,  and demonstrated ordinary good faith compliance as
to all  of the violations.

History of prior violations

The record reflects  six prior citations of section 75.1725(a);
10 prior violations of section  75.515;   four citations for section  75.1722(a);
six  for section 75.506;  seven for section 75,517;  five for section  75.807;
16   for section  75.200;  and no  prior citations  for violations  of sections
75.516.2(c)  or  75.1100.2(e)(1).
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Fact   of violations

Two of the citations were issued  for coal dust accumulations along
the  belt head,   one for failure to provide a proper bushing for a switch
power  cable,   one for failure  to guard a tail piece roller,  one for failure
to  adequately support  the roof along the track "slope,  and one for failure
to provide a bumper block at  the raw coal dump.    All of the citations  are
AFFIRMED.

Gravity

The gravity and the probability of harm occurring a result of five
of  the  citations ranged from low to moderate.    No methane was -detected
in  the  areas of the coal accumulations,  but the presence of an ignition
source   could have resulted in a fire.    The roof support violation was
serious   in that  the existing roof bolts were not providing adequate roof
support  and someone could have been seriously injured had a roof fall
occurred.

Negligence

All of  the citations  resulted from ordinary negligence on the part
of  the  respondent.

Good   faith compliance

Respondent demonstrated good faith compliance as to four of the
citations by abating the conditions within the time fixed by the inspector.
Regarding the bumper block citation,   respondent demonstrated extraordinary
efforts   to comply by immediately  installing a bumper at  the raw coal dump.

117917751,   917755,   and 917761,  which the
